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REMARKS i 


1, According to an analysis made on 3 September 1950 of the crude phenol 
from Espenhain, this crude phenol has a specific gravity of 1.065 ata 
water temperature of lh degrees centigrade and aba phenol temperature of 
20 decrees centigrade. This crude phenol is composed of the following 


elements: 
phenol Cungerec et auf) 

Neutral oil Ou (0.34 
Armealing residues 2h 2,02 
NaOH 0.3 0.25 
Phenol 28.9 24.3 

Na CO 204 2,02 

2 3 

Cresol 33.1 . 27.8 
Xylenol 16.7 14.0 
Residues 4.0 3.78 
Loss 0.8 0.67 
Water 12.0 - * 


25X1 25X1 | | Comment. L__jaia not explain in what units these figures are given. 
he Lspenhein combine 1s 4 part of the SAG "Briquette". Light and heavy oil 


in the ratio of 2:3 is obtained in the distillation chamber of the combine. 
Twenty-five percent of phenol is extracted from the heavy oil at the Koppers 
extraction plant which is a subsidiary of the combine's tar processing 
factory. 


ee) 
__. CLASSIFICATION a ee 20K 


ce yp enn et et Ch eA CRE A RRA SER I ONT I 


Document No. —------ [| 


No Change In Class. [_] 


[] Deslacs *+ 
| Glass. Changes +24 33 3 a>) 
Approved For Release 2003/08/11 : CIA-RI)FA&220045%R0688001 10001-0 C_] 
| By3 _ 


yuu 
| Date: __ ove 10 ----- 


25X1 


